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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 02718 041423 Z 
51 

ACTION SCI-06 

INFO OCT-01 10-12 ADP-00 ARA-11 RSR-01 RSC-01 /032 W 

104738 

R 041348 Z APR 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 2673 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 2718 

EO 11652: N/A 

TAGS: AORG EAID IAEA US VE 

SUBJECT: US EQUIPMENT GRANT TO IAEA FOR 1972 - VEN/5/03 

1. AGENCY HAS REQUESTED INFORMATION STATUS OF DELIVERY EQUIP 
MENT SUBJECT PROJECT TO VENEZUELA. STATED DELIVERY DATE WAS 
JANUARY- FEBRUARY 1973, BUT AGENCY HAS AS YET NO WORD THAT 
EQUIPMENT SHIPPED, AND VENEZUELANS HAVE ASKED WHEN TO EXPECT 
IT. 

2. EQUIPMENT PROCURED FROM VARIAN UNDER PURCHASE ORDER 
CH-73-261 DATED 10/24/72. 

3. ADVISE. PORTER 



UNCLASSIFIED 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV02718 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9730431 /aaaahlvs. tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22-Aug-2001 by reddocgw>; APPROVED <17-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 971119 

Subject: US EQUIPMENT GRANT TO IAEA FOR 1972 - VEN/5/03 

TAGS: AORG, EAID, US, VE, AORG, IAEA 

To: AEC GERMANY 

SCI 

SECSTATE WASHDC 
Type: TE 
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